MBTA Commuter Rail 
Franklin Line 


Effective October 31, 2005 


Shaded columns designate peak hour trains. 


Bikes are not allowed on peak hour trains. MONDAY THROUGH FRIDAY 
inbound | 790 


Dep: Forge Park 
Franklin/Dean College 
Norfolk 

Walpole 

Plimptonville 

Windsor Garden 
Norwood Central 
Norwood Depot 
Islington 

Dedham Corp.Center 


Via i Via 
Fairmount Fairmount Fairmount | Fairmount | Fairmount Fairmount 
Line Line Line Line Line Line 
620 502 604 635 838 
"L" Regular stop to discharge or pick up passengers. Shaded columns designate peak hour trains. 


The train may "L"eave ahead of schedule. Bikes are not allowed on peak hour trains. 


910 1050} 1245 245 
915 1055} 1250 250 
Fairmount Fairmount 1253 253 Fairmount 
Line Line Line 


Franklin/Dean College 
Arr: Forge Park 


“f" Please notify the Conductor that you want to get off at the "f' stop and the train will make the stop. 
Passengers who want to get on the train at an "f" stop must be on the platform in full view of the Engineer. 


